Permanent Painting

with that exemplified in the English records; and the
circumstance may warrant a supposition that he com-
posed his treatise in this country. 1289 (i7th of Ed-
ward I). The following materials are enumerated in
an account relating to repairs in the Painted Cham-
ber: "white lead, varnish, green, oil, red lead, tin-foil,
size, gold leaf, silver leaf, red ochre, vermilion, indigo,
azure, earthen vessels, cloth, etc." *
In 1292, oil and varnish are twice mentioned in a
similar account, t In 1307, in consequence of a fire
(which occurred in 1298), repairs were again under-
taken, and similar materials were used.
The records of Ely are more conclusive as to the
mixture of oil with the colors; and, as the materials
are nearly the same as in the above extracts, it may
be inferred that oil painting of some kind was employed
at Westminster. Of this, indeed, there are other
proofs.
1325. Among the items of an account, three
flagons and a half of oil are mentioned "for painting
* "In albo plumbo, vernicio, viridi, oleo, plumbo rubeo, stangno
albo, cole (Fr. colle), aurp, argento, sinople, vermilone, ynde, asura,
ollis, panno et allis minutis einptis ad viridandam novam Camereram
de petra et ad emendaciones picture mangne Camere Regis sicut patet
per particulas. Summa xii. li. vl. s. vi. d. ob. This extract is given in the
work last quoted, but with some inaccuracies; for example, ranno
for panno, and ^ in the heading, verniorum for verinorum. There is
no punctuation in the original account-rolls, but vernicio viridi should
not have been connected. It would be unjust to point out these
trifling oversights in an important and interesting work, without, at
the same time, paying a tribute of respect to the memory of one who
so often distinguished himself as an accurate and intelligent inves-
tigator.
t Item in iii. quarteronis olei empti. Summa ix. d. In 1. Ib. vernicio
(sic) empt. Summa iiii. d. In ocra, piastre, nlo et pelli emptis," etc.